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3.125 (a) 

FACILITIES. GENERAL 

Slmctural strength The facility muss be constructed of such material and of such strength as appropriate for the 
animals involved. The indoor end outdoor housing tacililias shall be structurally sound and shall be maintained in 
good repair to protect the animals Irom Injury and to contain ihe animals. 

There is a seel ion □' melal that is down in the large liger enclosure hous rig 4 tigers. This section ul rnetal needs 
lo be removed lor the safely ot the animals 

■" The wood entrance to the shelter box in Ihe large tiger enclosure is n disrepair wilh holes in the wood and nails 
esposod This section of the box needs to be repaired tor the safely of the animals. 

The plalform in ihe lion enclosure has sections that are in disrepair with the wood chawed at Ihe corner 
potentially affecting the integrity of the top oF the platform This platform needs lo be Kept in goed repair for the 
safely ot ths animals. 


Correct by: Nov 29. 2012 

3.125 fc) REPEAT 

FACILITIES. GENERAL 

Storage. Supplies oF lood and bedding shall be stored in facilities which adequately protect such supplies agamgi 
deterioration . molding, or contamination by verm n Retrigeratinn shall be provided lor supplies of perishable food. 

The Freezer still has a broken doer thal no longer slays closed and sealed The food inside was frozen but only 
due to outdoor temperatures. This Freezer door needs lo be fixed lo protect the food supplies Irdrn deterioration dr 
contamination, 

■” in addition the heeler was dirty with dead Hies around Ihe lood. This freezer needs to be cleaned out lo protect 
the lood supplies and prevent contamination. 
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There were several boxes d chicken outside an Ihe ground r>exE Fa brnken Ireezsrs. This chicken is nol being 
slorod In a manner trial would prelect ihe supplies Irom deterioration. All lood needs to be stored in a manner that 
protects the nutritional value oF the food, 


3.127 {c) 

FACILITIES, OUTDOOR, 

Drainage A su table method shall be provided to rapidly eliminate excess waler 

Many of Ihw enclosures contain standing walcr due to inadequate drainage. On>c ol the tigers was wet from lying 
in the water These enclosures nee d lo be addressed and more stone added to Faciliale drainage qF excess water. 

Correct by: Dec 6, 20 1 2 

3.129 fa} 

FEEDING. 

The toed shall be wholesome, palatable, and free from oontammaton and of sufficient quantity and nutritive value to 
meinipin all animate in good hselfti. The diet shell be prepared with consideration Ipr Ihe age, species, condition, size, 
and type ol the animal. Animals shall be fed at least unco a day except as dictated by hibernation, veterinary 
treatment, normal fasts, or other professional^ accepted praclices. 

’** There Is no way lo assure that the lood is platoble and free From contalminatlon based en the current method of 
storing and preparing Food - The area used to bulcFrer dead animals tor Food is didy, three horses htgve been laying 
oulsde udder a carp lor Over 24 hours in temperatures Ol 35 degree h and there are boxes of chicken Oh ihe ground 
next to broken freezers. Lastly , the current working freeze* is dirty with a broken seal on ihe door Food that is not 
stored and prepared properly can easily became contaminated. All oF ihese areas need to be addressed to assure 
lhal the food retains its nutritive value when being led to ihese animals. 

Coned by: Nov 12. 2012 


3.130 

WATERING. 

AH water receptacles shall be kept dean and sanitary, 

*"* Many of Ihe water bowls are dirty with a layer ol algae along the bowl. Some have blood and dirt In them trem 
animate putting the r meat in ihe water. These waier receptacles need to be cleaned on a Frequent basis tor the 
heallh or llhe animals. 

Cprrecl by: Nov IS, 201 2 
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3-131 {a) 

SANITATION. 

Clearing ot enclosures Excreta shall be removed from primary enclosures as often as necessary lo present 
contaminatcm aF the an trials contained therein and lo minimize d sease hazards and ta reduce odors-. When 
enclosures are cleaned by hosing or flushing, adequate measures shall be laksn to prolacl the animals confined m 
such enclosures from be ng directly sprayed with the stream of water or wetled involuntarily 

’** Every enc*osure at the ladllly needs to be cleaned. Thor® is an accumulation ol foces In every enclosure and 
th&'e is an accumulation ol old bones and animal parts that have been fed oul over several days in every enclosure. 
There is a strong odor throughout Ihe laciliiy due lo the dead animals being led oul and animal waste. These 
enclosures need to be cleaned lo prevent contamination to the animals in ihe enclosures and to reduce edors 

I ha bear enclosures have an accumulation ol faces in Ihe bear den areas that need lo be cleanec. this area 
needs lo be cleaned as the bears get ready to bed down for the winter months 

Correct by: Nov 13. 2012 

An exit briefing was conducted with a facility representative at the lime of the insoection. 


Prepared By; 
Title; 

Received By: 
Title: 


ANDREA D AMBROSIO, ACI 


ANDREA D AMBROSIO, ACI USDA, APHIS Animal Care 
ANIMAL CARE INSPECTOR Inspector 6003 


(b)(6), (b)(7)(c) 


ease 3 cf 3 


Date: 

Nov-07- 20 12 


Date: 

Nov-07-301 2 


Itisp e ct ion Rep oil Explanation: http : / /otw. aphis .us da. go v/ auimaLtirelf ate / doumlo ads /IRjicplanation.p df 






